HARKNESS  CHAPEL  at 
CONNECTICUT  COLLEGE 


New  London,  Conn. 

as  built  in  1940,  as  the  gift  of  Mn 


Harkness 


Waterford, 


Mary 


STAMP 
HERE 


Morning  Chapel,   Sunday  Services 


New 


and  many  of  the  College's  special  events  a 
Harkness    Chapel    is    a    v/eil  reme 


held 


re.  narKness  v^napei  i»  a  »ycii  i  ciMcmw^i  v 
idmark  on  the  Campus  of  Connecticut  College. 
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